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21 June 1972 


Dear Joe: 


I think this is a highly deserving case. We 


must get together soon. I will be in touch with you 
in the next few days. 


Faithfully, 


Vernon A. Walters 
Lieutenant General, USA 


Brigadier General Joseph J. Cappucci 
Director, Defense Investigative Service 
Forrestal Building, Room GH070 

1000 Independence Avenue, S. W. 
Washington, D. C. 20314 
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